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Attachment 1: Request for Clarification 


Instructions: 
e One question per RFC document 


e Number all RFC’s sequentially, starting at 1, in the “RFC Number” field below. If RFC’s are 
submitted on multiple dates, numbering should continue, not repeat. 


e Enter Bidder Name, date, RFC number, and RFP or Technical Specification reference information 


below 


Reference Documents: 
e RFP No. 142F-20 Midlife Overhaul of 60 New Flyer 
Forty-Foot Hybrid Buses 
e Technical Specification VE20-051 Midlife Overhaul 
of 60 New Flyer Forty-Foot Hybrid Buses 


Bidder Name: <enter your company name here> 
Date: <enter date here> 
RFC Number: <sequential number for each RFC> 


RFP Page: <enter if an RFP document RFC> 


Technical Specification Page: <enter if a Specification RFC> 


Section Reference: <enter RFP or Technical Specification Section> 
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Other: 





REQUEST FOR CLARIFICATION DESCRIPTION: 


<Enter here, continue to multiple pages if more space is required. Please only one RFC per document.> 





